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February 10, 1970 


J. A. Kemp & Co. 
14, South* Square 
Gray's Inn 
London, W.C.l 
GREAT BRITAIN 


Re: British Patent Application No. 57666/67 
corresponding to U.S. Serial No. 609,204 
Philip Morris Incorporated C 

Your Folio A/11770:CJW 0 

_Our File 582-454 Great Britain D 


Sirs: 


We have received your letter of 15 January 1970 
reporting to us the issuance of a further Official Letter 
in the above application. 

Please prepare and file a reply to the Official 
Letter in line with the suggestions contained in your letter. 
More particularly, we approve new pages 11 and 26, which we 
understand will overcome the Official Letter paragraphs 1-9, 

We have noted that you will taRe care of paragraph 
7 of the Official Letter. 


With respect to the objection by the Examiner set 
out in paragraph 10 of his Letter, we believe that under the 
circumstances it would be best to delete from the specifica¬ 
tion reference to "filling power index". We leave it to you 
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Source: https://www.industrydocuments.ucsf.edu/docs/skyjOOOO 
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J. A. Kemp & Co, -2- February 10, 1970 


to handle the particulars of deletion in this regard. 

If you need further information, please let us know. 

Very truly yours, 


George J. Brandt, Jr. 
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Source: https://www.industrydocuments.ucsf.edu/docs/skyjOOOO 
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